

Eight Presidents before Richard Nixon failed to 
serve out their terms. All died in office, four by 
assassination. They are listed below with the dates 
they served as President and date of death. 

William Henry Harrison, 9th President (1841-1841), 
died April 4, 1841. 

Zachary Taylor, 12th President (1849-1850), died 
July 9, 1850. 

Abraham Lincoln, 16th President (1861-1865), died 
ipril 15, 1865. Assassinated. 


James A. Garfield, 20th President (1881-1881), died 
Sept. 19, 1881. Assassinated. 

William McKinley, 25th President (1897-1901), died 
Sept. 14, 1901. Assassinated. 

Warren G. Harding, 28th President (1921-1923), died 
Aug. 2, 1923. 

Franklin D. Roosevelt, 32d President (1933-1945), 
died April 12, 1945. 

John F. Kennedy, 35th President (1961-1963), died 
Nov. 22, 1863. Assassinated. 



